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TAGS: ESTC, COCOM, GER, RO 

SUBJECT: GERMAN ELECTRONIC TEST EQUIPMENT AND FOIL 
STRETCHING DEVICE TO ROMANIA IL L355 

REFS: A. COCOM DOC. (75) 127 
B. OECD PARIS 2323 

1. ON BILATERAL BASIS, GERMAN DEL HAS SUPPLIED 
FOLLOWING SUPPLEMENTAL INFORMATION AS OF POSSIBLE 
ASSISTANCE TO UNITED STATES AUTHORITIES IN 
CONSIDERING THIS CASE: 

A. TEST EQUIPMENTS ARE NOT RPT NOT COMPUTER 
CONTROLLED. MEASUREMENT SETTINGS ARE MADE BY 
HAND ON THE EQUIPMENT. 

B. ITT HAS NOT APPLIED FOR UNITED STATES LICENSE. 

2. GERMAN DEL ALSO CALLED ATTENTION AGAIN TO FACT THAT 
THIS EQUIPMENT IS TO BE USED WITH EQUIPMENT 
ALREADY APPROVED IN PREVIOUS CASES CITED IN PARA- 
GRAPH 3 OF REF A. HE AGAIN STRESSED ITS URGENCY 

AND SAID HIS AUTHORITIES COULD NOT FORESEE ANY 
PROBELM ABOUT PROBLEM ABOUT IT. 

KATZ 
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